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lo The airf ield^ at Kitra (P U9/T 62) was locatecl southeast of the to\m and 
east of the ITitra River* It was rectanfjular in shape and extended about 
1^2CX) neters in a north-northwestern - south-southeastern direction* had 
a sodded surface but no concretc runwajo lleur the westom edce f , the fie:.. 
showed traces of excessive wear in the nain direction -of the take-offs 0 
j-horo uere only two buildings at the field, one light painted concrete han ’ ^ 
about 15 x 35 neters, and ono two-stor y buildin*;, about 10 x 10 neters* or"> 
bablv the adrainistration building* located about 15 rneters southeast of th'-» 
nan-ai e Another barn-like building, 10 x 30 neters, which definitely dii ;..i ; 
b3long to the airfield was locatod at the north-northwestern edge of the f:j .. 


On ,17 June 1952 at 7 PoUi*, there was no flying observed at the field» Oa 
13 June at 10:30 a<an ej a single-engine aircraft, probably a sport plane, 
landed at the field coning frcn the scutheasto There was snnny weathor :vi”, 
scattered cloude at a Iiigh cloud base. The aircraft had an in-line csigi-e 
with the propeller hub extending fron the uppe r part of the fuselare. 
tapering wings and a sinp;le rudder assetnblv^ 


i After about 10 rn;ln 
Tt was airhome after a take-off run of 600 u 


L.ie uii-cruiL mux oj a a;;5in, 

flew to the north-northcast anc. then cui'ved off to the west over the town 
At 12:30 PoHi., a glider took off by neans of a cable and releascd leafle: f s 
over the town inviting people to a show. Ko soldiers were seen at the £±e~. 
Tfhicl, \/as apparerrtly a civilian installation or, at the rnost an air f arce 
tr’air.ing field* * 
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jCopHonttt Th, e presonv 

rbport confirins that, up to nid-l?52, the airfield lias not becn improved, 

In can bo assui.ied that ITitra ±3 a secondary. airfield vjhich is used'for spori-o- 
aviation, .^cordin,- to previous inforaation, there are two hanpars at tlm 
f ield 
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